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ponent, Sampson, by a vote of 16,366 to 14,308;
in the latter, the Des Moines district, B. H.
Gillette was elected by a vote of 16,474 over the
Eepublican candidate who received 15,546
votes. On the State ticket four Democratic
candidates were withdrawn late in September
and four Greenback candidates substituted;
but this fusion arrangement was of little im-
portance since it did not result in any successes
at the polls. The significant victories in Iowa
in 1878 were those of Weaver and Gillette in
the Congressional districts.94

As already noted, General Weaver had been
a candidate for Congress in the sixth district
for a number of years. Defeated in 1874 and
1876 by Sampson for the Eepublican nomina-
tion, he carried the district in 1878 by a plural-
ity of over 2,000. The victory, coming as it did
so soon after his change of parties, was a
notable one. Undoubtedly it was facilitated
somewhat by his personal record and the belief
that he had been unfairly treated in the past by
his former party associates. At any rate his
success was a personal endorsement of which
he might well be proud. It indicated clearly his
personal strength, and also showed that there
was a very considerable support for the point
of view in politics which he represented.

The Republicans made a great deal of talk
about what they called the " Corrupt Weaver